ya Nonege Box 154 Sep-Nov 1888 wronsws 
Wim. D. Andrews & Bro., 


233 Broadway, N. Y., opposite General Post Office. 


Patent Syphon Well and Filtrating Tube, with Gang Well System 
of Water Supply. 
FOR CITIES, VILLAGES AND MANUFACTURING PURPOSES, 


. UNDER 
Centrifugal Pumps. Safety Elevators. 


Oscillating Engines. ANDREWS’ AND SHAW’S PATENTS. Sea RCH 


P. O, Box 8407. New Yoh, Be Ve So ae 
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NARA RG104, Entry 1, Box 154 


Wm. D. Andrews & Bro., 

Patent Syphon Well and Filtrating Tube... 
New York, 

November 16, 1888 


To the Superintendent 
US. Mint 
Philadelphia, Pa. 
Dear Sir 

I called at the Sub Treasury to learn the intrinsic value of a Double Eagle ($20) and was 
referred to the Assay Office, where I was informed at 900 fine its value was $20.00. If such is 
correct where does then “Remedy of the Mint” apply. 


If not trespassing on your time, any information will oblige. 


Yours truly 
Colin Lightbody 


